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ABSTRACT 


The in-line forces acting on sand-roughened circular cylinders im- 
mersed in an harmonically oscillating flow have been measured uSing a 
U-shaped water tunnel. 

The drag and the inertia coefficients have been determined through 
the use of a Fourier analysis. These coefficients were found to depend 
on the Keulegan-Carpenter number, Reynolds number, and the relative 
roughness. The results have shown that roughness dramatically increases 
the transcritical drag coefficient. 

It is recommended that the experiments be extended to the self- 
excited hydroelastic oscillations of cylinders in harmonic flows as 


well as to the problems related to wave slamming. 
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NOMENCLATURE 


Virtual amplitude of the motion 

Amplitude of the motion 

Maximum acceleration 

Drag coefficient 

Maximum transverse force coefficient, also used as C, (max) 
Inertia coefficient 

Diameter of the test cylinder 

Instantaneous total force acting on the test cylinder 
Frequency ratio yl Wl 

Measured force 

Gravitational acceleration 

Distance between pressure taps and mean water level 
Keulegan-Carpenter number 

Length of the test cylinder 

Reynolds number 

sand roughness particle size 

Distance between the pressure taps 

Period of oscillations 

Time 

Maximum velocity 

Instantaneous velocity 


Width of the test section 





Frequency parameter, 8 = Tey = Re/K 


Specific weight of fluid 
Differential pressure 
Phase angle 

Fluid kinematic viscosity 


Fluid density 
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I, INTRODUCTION 


Information about the time-dependent forces acting on bluff bodies 
in general and circular cylinders in particular has considerable 
practical interest in ocean and wind engineering, as well as in the 
basic understanding of fluid mechanics. Extensive discussion about 
the flow-induced forces and oscillations exists in the literature, but 
the basic hydrodynamic data are lacking, particularly for roughened 
cylinders at high Reynolds numbers which are of current practical 
interest. 

Much of the present knowledge on the hydrodynamics of the oscilla- 
tory flow about cylinders has been obtained by means of model tests 
in wave channels at Reynolds numbers generally two to three orders of 
magnitude rs, than prototype Reynolds numbers. These model tests, 
which have been primarily concerned with in-line forces on smooth 
cylinders, have disclosed that the drag and inertia coefficients may 
be correlated with the amplitude of motion relative to a characteristic 
dimension of the body and that the effect of the Reynolds number was 
obscured by that correlation. The results recently reported by 
Sarpkaya [1] and Collins [2] have shown that the drag, inertia, and the 
lift coefficients for smooth cylinders depend on the Keulegan-Carpenter 
number and the Reynolds number. These investigators have clearly 
established the relationship between the force-transfer coefficients, 
the Keulegan-Carpenter number and the Reynolds number for smooth 


cylinders. 
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It is a well known fact that the structures in the ocean environ- 
ment do not remain smooth and that they are covered in time with 
rigid as well as soft excrescences. It is therefore important that 
not only the effect of the increase in the diameter of the members of 
a structure but also the roughness effect of the marine growth on the 
force-transfer coefficients be determined in order to establish safe 
design criteria. 

Of the scores of papers written on the drag and inertia coeffi- 
cients, none have dealt with the effect of roughness. Ordinarily one 
would like to investigate this problem in the ocean environment or in 
the laboratory with waves. Experiments in the ocean environment are 
not easy to conduct and are subject to a great deal of uncertainty 
not only because of the random nature of waves, but also because of 
the presence of currents and the three-dimensional nature of waves. 
Experiments in a wave channel in a laboratory are not very meaningful 
because it is almost impossible to generate high enough waves which 
will yield Reynolds numbers approaching those encountered in the 
oceans. It is partly because of the difficulties cited above and 
partly because of the desire to control the parameters affecting the 
variation of the force coefficients that the experiments were carried 
out in a two-dimensional flow situation through the use of a large 
U-shaped water tunnel. Furthermore, the test cylinders were roughened 
with sand of uniform diameter in a manner to be described later in 
order to control the roughness condition. 

It 1s a well known fact that roughness brings about an earlier 


drag crisis and gives rise to a higher transcritical drag coefficient 


1] 





for rough cylinders in steady uniform flow. Experiments of Fage and 
Warsap [3] and Achenbach [4] have shown that roughness retards the 
boundary layer and the separation point because of higher skin fric- 
tion thereby increasing the size of the wake and the drag coefficient. 
They have also shown that roughness, because of the disturbances 
generated, causes an earlier transition in the Shear layers and pre- 
Cipitates the occurrence of the drag crisis. The combination of 

these phenomena, namely the retardation of the separation points and 
the earlier occurrence of the drag crisis, yields a minimum drag coef- 
ficient which is higher than that for a smooth cylinder. In fact, 

the larger the roughness, the larger the minimum drag coefficient and 
the smaller the eeyatenas number at which that minimum occurs. It is 
On the basis of these measurements that one would anticipate a simi- 
lar behavior in harmonic flows as far as the effect of roughness is 
concerned. In fact, for a long time it has been assumed in the off- 
Shore industry that the effect of roughness in wavy flows will be 
identical to that observed in steady flows. Such a practice assumes 
that the transcritical drag coefficient depends only on the relative 
roughness and the representative Reynolds number and is independent of 
the character of the ambient flow. Both in wavy flows and in two- 
dimensional harmonic flows, the wake of the cylinder changes its posi- 
tion with time, and the flow pattern about the cylinder is considerably 
more complex than that in steady flow. Furthermore, in the absence of 
any reliable data, there is no reason to assume that the effect of 


roughness in harmonic flow will be identical to that in steady flow. 
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It 1s for the reasons cited above that an extensive investigation 
of the effect of roughness on the force-transfer coefficients for 
circular cylinders immersed in harmonic flow has been undertaken. The 
drag and inertia coefficients have been determined for a wide range of 
Keulegan-Carpenter numbers, Reynolds numbers, and relative sand rough- 


nesses. 
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IIT. ANALYSIS OF THE DATA AND FORCE COEFFICIENTS 


Data reduction for the forces in-line with the direction of oscil- 
lation is based on a Fourier analysis of the measured force and the 
Morison equation [5]. The in-line force exerted on a submerged cylin- 
der in an unsteady flow, which consists of the inertia force F. and 
the drag force F.,, is assumed by Morison, et al. [5], to be expressible 


by 


2 


F=F,+F, = 0.5 CiLDpU[U| + 0.25 moLD°C_ dU/dt (1) 


d 


where Cy and Cs are the coefficients of drag and inertia, respectively. 
For an oscillating flow represented by U = -U, cos§8, with 8 = 2nt/T, 


the Fourier averages of C, and C_ are given by [6]. 





OU, Ue LD 
and 
oT 
axe 2u,,7 F cosé dé (3) 
m 3 2 
Tt D 5 ou. LD 


All quantities on the right-hand side of the equations (2) and (3) are 


known or are to be measured. 


A. GOVERNING PARAMETERS 
The coefficients cited above will have to be correlated through the 


use of suitable parameters in order to show that they have some degree 
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of universality. A simple dimensional analysis of the flow under con- 
Sideration (uniform harmonic motion about a roughened circular cylinder 
with its axis placed normal to the flow) shows that the time-dependent 


force coefficients may be written as: 


pitti = ope, BK ot (4) 
0.50DLU ‘ 
m 
k t 
= TERS Re, ray 3 7) (5) 


Evidently, U_t/D may be replaced by 2nA/D or simply A/D where A repre- 
sents the amplitude of the oscillations. 

There is no simple way to deal with equation (5) even for the most 
manageable time-dependent flows. The evaluation of the instantaneous 
values of the force coefficients is not at present feasible. Another 
and perhaps the only other alternative is to eliminate time as an inde- 
pendent variable in equation (5) and consider suitable time-invariant 


averages or amplitudes of the force coefficients. Thus, one has 


Uw! 


[C.. C4 = f. anrme 3 Re, k/D) (6) 


The Reynolds number in the above equation may be replaced by a 


new parameter called the frequency parameter, 8. It is defined as 


2 
ake _ UD 
PS a ai (7) 


The reason for the use of 8 is that, in the present experiments, it 
remains constant for a given cylinder and fluid temperature since the 


period of oscillation is fixed at T = 5.507 seconds. The variation 


iS 





of any one of the force coefficients with K may be plotted for constant 


values of 8 and then the Reynolds number may be easily recovered from 
Re = BK (8) 


In this manner, one can connect the points on each 8 = constant curve, 
representing a given Reynolds number for a family of suitably selected 
values of Reynolds numbers. 

It has been assumed in the foregoing discussion that the effect of 
roughness could be characterized by the single parameter k/D where k 
is the average height of the sand grains. It is known that [7] the 
physical height of a roughness element could differ significantly from 
its effective height depending on the distribution and packing of the 
roughness elements, the character of the ambient flow, the shape of 
the bluff body, and the RetieaaaneMti ye Reynolds number. Thus, the one- 
parameter characterization of roughness must be done with extreme care. 
As will be described in detail later, the sand particles have been 
carefully sieved and applied to the cylinders with as much uniformity 
as possible. Furthermore, the packing of the sand grains has been 
examined under a scanning electron microscope so as to insure unifor- 
mity and quality control of the distribution of the grains on the 
cylinders. With such precautions taken, it was considered that the 
relative roughness will be the most important parameter reflecting the 
overall effect of the roughness. This view has been amply justified 
by the results obtained with different sizes of sand grains and 


cylinder diameters at identical relative roughnesses and Reynolds 
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numbers. Suffice it to note that the data reported herein shall be 


analyzed according to the relationship 
C.[a coefficient] = f.(K, 8, x) (9) 


i 


and the Reynolds number will be used in the manner cited above. 
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III. EXPERIMENTAL EQUIPMENT AND PROCEDURES 


A. U-SHAPED OSCILLATING-FLOW TUNNEL 

The details of the experimental apparatus and the procedures were 
previously described in detail in [1] and [8]. In the following dis- 
cussion, only a brief description of the apparatus will be presented. 

A photograph of the U-tunnel is shown in figure (1). It consists 
of 1] modules for ease of construction, transportation, and mounting. 
Each module is made of 0.05 cm (3/8 inch) aluminum plates and rein- 
forced with 1.27 x 10 x 46 cm (1/2 x 4 x 18 inches) aluminum flanges 
welded to the plates. The modules were assembled using an air drying 
Silicon rubber seal between the flanges of two adjacent modules and 
2.54 cm (1 inch) steel bolts placed 15 cm (6 inches) apart. The in- 
Side of each module was precision machined so that the largest misalign- 
ment was about 1 mm (0.04 inches). The cross-section of the two legs 
is 183 x 91.5 cm (6 x 3 feet). This selection was dictated by several 
considerations such as available ceiling height, pressures to be en- 
countered (hence, the structural and economic considerations), a desire 
to obtain a virtual amplitude or velocity of oscillation at least 
twice that of the free surface, the period of oscillation, the Reynolds 
number and the relative amplitude A/D desired, natural damping of the 
oscillations, and the magnitude and frequency of the forces. The length 


of the horizontal test section was chosen larger than twice the virtual 


* 

The virtual amplitude is defined as the amplitude of oscillation 
which the cylinder experiences. Here it is exactly twice the amplitude 
of oscillation of the free surface in one leg of the tunnel. 
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amplitude to insure fully developed uniform flow at the test section. 
Finally the two corners of the tunnel were carefully streamlined to 
prevent flow separation (see figure 2). This design proved to be more 
than adequate for no separation was encountered, and also the desired 
frequency and amplitude of oscillation were achieved. 

The nose Mey components of the tunnel consisted of plumbing for 
the filling and emptying of the tunnel with hot and cold water, a heat 
exchanger, butterfly-valve system, and the air supply system. The 
plumbing consisted of simple piping, valves, a small pump, and a filter. 

The butterfly-valve system (mounted on top of one of the legs of 
the tunnel) consisted of four plates, each 4.6 cm (18 inches) wide and 
92 cm (36 inches) long. A 2.54 cm (1 inch) steel shaft was placed at 
the axis of each valve plate. Aluminum housings supported both ends 
of the shaft with self-aligning ball bearings. A 15 cm (6 inches) 
gear was attached to one end of each shaft which extended beyond the 
bearing. All four valve plates were then aligned and driven by a simple 
rack and pinion system. The rack was actuated by an air-driven piston 
with the help of a three-way valve connected to the laboratory air 
supply system. 

The valves, in their closed position, completely sealed the top of 
one of the legs of the tunnel. The top of the other leg was left open. 
Initially, the butterfly valves were closed, and the air was admitted to 
that side of the tunnel to create the desired differential water level 
between the two legs of the tunnel. Then the valves were opened quickly 
with the help of a pneumatically-driven three-way control valve. This 
action set the fluid in the tunnel in oscillatory motion with a natural 


period of T = 5.507 seconds. A series of experiments was conducted 
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with one of the test cylinders to evaluate some of the experimental 
characteristics of the tunnel. It was found that the damping of the 
motion 1s such that the amplitude of oscillations decreases about 3 mm 
(0.12 inches) per cycle and about 0.15 mm (0.06 inches) per cycle for 
amplitudes half or less than of the maximum. Thus, over a period of 
four or five complete cycles of oscillation at any amplitude, the 
amplitude, velocity, and the acceleration of the fluid changed about 
One percent. Evidently, the forced oscillations of the fluid, if such 
a method were to be employed, cannot yield the amplitude to an accuracy 
better than one percent. Additionally, in such a method, one has to 
contend with some high frequency vibrations, however small, superimposed 
on the acceleration. These result from the cyclic operation of the 
butterfly valves. It is because of these considerations that the ex- 
periments were carried out by letting the system damp out the amplitude 
over many cycles of oscillations. The advantages of the method adopted 
become apparent very quickly. Firstly, the oscillations were so smooth 
and quiet that one could not know or even hear that 5000 gallons of 
water were in oscillation. The elevation, acceleration, and all force 
traces were absolutely free from secondary oscillations so that no 
filters whatsoever were used between the transducer output and the record- 
ing equipment. Secondly, the method adopted enables one to cover al] 
possible values of K for a given 8 and k/D and see the evolution of the 


forces over a period of about 30 minutes. 


B. CIRCULAR CYLINDER MODELS AND ROUGHNESS ELEMENTS 
Circular cylinders with diameters ranging in size from 17.5 cm (7 
inches) to 5 cm (2 inches) have been used in this study. The cylinders 


were turned on a lathe from aluminum pipes or plexiglass rods. The 
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length of each cylinder was such that it allowed 0.08 cm (1/32 inch) 
gap between the tunnel wall and each end of the oe As will be 
noted later, the cylinder was prevented from moving towards one or the 
other wall by means of small O-rings attached to the round cantilever 
end of the force transducers. A doubleball precision bearing (SKF- 
2303-J) with an approximatley 1.5 cm (0.6 inches) bore was inserted 

at each end of the cylinder in aluminum housings which sealed the 
cylinder air tight. The other face of each bearing was flush with the 
end of the cylinder. 

In view of the discussion concerning the one-parameter characteri- 
zation of the roughness in terms of k/D, it was decided to use only 
One type of roughness element. The possible use of sandpaper, glass 
beads, and wire screens was disregarded for they would have exhibited 
different packing as well as different size distribution characteris- 
tics. Clean sand obtained from the Monterey Sand Company, Monterey, 
CA, was sieved through the use of standard A.S.T.M. sieves in order 
to obtain a given grain size. It must be emphasized that a particular 
size of sand represents a distribution between two closely spaced 
sieve sizes. For example, a relative roughness of k/D = 1/400 may in 
fact represent for a given cylinder an average between 1/380 and 1/410. 
Considering the fact that the distribution of the sand over a cylinder 
may vary from one cylinder to another, the range of the size distri- 
bution cited above is considered to be quite acceptable. 

Each cylinder was mounted horizontally on a specially constructed, 
manually operated, rotating apparatus and covered with a thin layer of 
air-drying epoxy resin using a brush. Even though the description of 
the technique is rather simple, it required a certain amount of crafts- 


manship to obtain a uniform coat of epoxy resin which did not contain 
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thick spots or surface waves. When the epoxy coating reached a certain 
degree of consistency and was considered eee cee the finely 
pre-sieved sand was transferred into a slightly larger sieve and sprinkled 
Over the rotating cylinder from a height of about 6 inches. In the mean- 
time, the cylinder surface was visually inspected to make sure that there 
were no open spots anywhere, nor any foreign substances. Upon the com- 
pletion of the sprinkling of the sand, the cylinder was slowly rotated 
to prevent the epoxy from flowing. Within about 10 minutes, the epoxy 
hardened and the cylinder was left alone for the epoxy to cure (about 24 
hours). Then the cylinder surface was cleaned to remove excess sand ane 
extra sand particles that at times attached to each other forming an 
easily breakable spike. This was done not by hand but rather by firmly 
holding a piece of plastic paper against the surface of the rotating 
cylinder. This procedure has been followed for all cylinders and has 
invariably resulted in cylinders of roughness with perfect uniformity. 
Sample photographs of the rough surface, taken with a scanning electron 
microscope, are shown in figure (3). 

Prior to mounting the cylinder in the tunnel, the two ends of the 
cylinder were cleaned to remove excess patches of any epoxy that may 
have been left there. The bearings previously described were then 
inserted into their housings. To complete the description of the mount- 
ing of the cylinder, it must be emphasized that extraordinary precau- 
tions were taken so as not to damage any part of the rough surface. 
For this purpose, the cylinder was completely wrapped with plastic paper 
and then transported to a wide canvas sling inside the test section. 
Then the force transducers were properly inserted, the sling removed, 


and all the mounting bolts tightened. Finally, the cylinder was slightly 
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Fig. 3 Scanning Electron Microscope Photographs of sand-roughened 
surface 
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moved by hand to insure that it was freely and properly mounted onto 
the force transducers. | | 

In order to determine the variation of the force coefficients with 
Reynolds number for a given Keulegan-Carpenter number and relative 
roughness, all cylinders were tested at the same relative roughnesses 
(k/D = 1/800, 1/400, 1/200, 1/100, and 1/50), and the experiments were 
carried out at three water temperatures (at about 55°, 95°, 120°). The 
enormous heat capacity of the tunnel and the fluid helped to maintain 
a constant, uniform temperature. The expansion of the test cylinders 


was less than 1/32 inches (0.8 mm) at the highest temperature tested. 


C. FORCE MEASUREMENTS 

Two identical force transducers, one at each end of the cylinder, 
were used to measure the instantaneous in-line and transverse forces. 
The basic transducer was manufactured by B.L.H. Electronics, Inc., under 
the trade name LBP-1 and catalogue no. 420271. The gage has a ety 
of 224 N (500 Lbf) with.an overload capacity of 200 percent. The 
deflection of the gage under 500 Lbf load was 0.25 mm (0.01 inch). For 
the largest cylinder and amplitude encountered in the experiments, the 
maximum load was less than 200 Lbf, and the deflection of the beam was 
less than 0.2 mm (0.008 inches). 

A special housing was built for each gage so that it could be 
mounted on the tunnel window and rotated to measure either the in-line 
or the transverse force alone. The bellows anien protected the strain 
gages had to be waterproofed in such a manner that they would not ad- 
versely affect the operation of the gages when subjected to about 6 m 
(20 feet) water pressure at temperatures 18 C (64 F) to 74 C (165 F). 


For this purpose the bellows were completely filled with Dow Corning 
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3140 - RTV coating without bringing the rubber into contact with air 
during the filling operation. After filling, the ends of the bellows 
were Sealed air tight with special clamps. The silicon rubber remained 
in its original liquid form throughout the operation of the gages. 

After the mounting of the first cylinder, the exact angular position 
of the gages within their housing had to be determined and set with a 
Pin so that the gages measure either only the in-line or the transverse 
force. For this purpose, an approximatley 400 N load was hung on the 
cylinder with a lubricated nylon rope. The in-line force (acting in the 
horizontal direction) was observed on the amplifier recorder system. 
Then the gage was rotated in small increments until the in-line force 
was exactly zero. A final check was made by measuring the outputs of 
the gages with a precision voltmeter. The position of each gage was 
marked and set with a pin. Finally, four bolts were placed on the gage 
housing to hold the gages rigidly in position. Removal of these bolts 
and the pin allowed the rotation of the gages exactly 90 degrees, after 
which the bolts and pin were placed in position. In this manner the 
gages were capable of measuring either the in-line or the transverse 
force without any "cross talk" between the in-line and transverse forces. 
Ordinarily, one gage was set to measure in-line force and the other gage, 
the transverse force. At times both gages were used to measure only 
the in-line or the transverse force. 

The calibration of each gage was accomplished by hanging loads in 
the middie of the cylinder after setting both gages to sense only the 
transverse (here vertical) force. The directional sensitivity of the 
gages was also checked by applying identical loads upwards on the test 


cylinders with the help of a hook-cantilever arm attached to the top of 
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the tunnel outside the test section. Repeated calibrations have shown 
that the gages are perfectly linear up to 2000 N; they yield the same 
Signal for loads applied either downward or upwards; and the gages, 
together with the electronic system to which they were eventually con- 
nected, were capable of sensing forces as small as 0.1 N (0.02 Lbf). 
The in-line and transverse force were simultaneously recorded with 
the instantaneous acceleration on two two-channel Honeywell recorders 
running at a speed of 10 divisions per second. This speed gave 55.07 
divisions per cycle. The amplitude of the transverse force and the flow 
characteristics such as U_T/D and Re were determined from these traces. 
RMS value of the lift force was determined for each cycle by reading the 
force at every division or 0.1 second intervals. Sample force and 


acceleration traces are shown in figure 4. 


D. ACCELERATION, ELEVATION, OR VELOCITY MEASUREMENTS 

It 1s because of the extreme importance of the accurate measurement 
of the instantaneous value of these quantities that they are discussed 
here separately. 

Firstly, it should be noted that the measurement of the amplitude, 
acceleration, elevation, or the velocity is a matter of interpretation 
of the signal received from the appropriate transducer in light of one 


of the following expressions 


m i m 


U 
in which T = 5.507 seconds for the experiments reported here. 
Three transducers were used to generate three independent d.c. 


Signals, each proportional to the instantaneous value of one of the 


quantities cited above. The first one consisted of a 2.14 m (7 feet) 


28 





i ' = a Je Li Lj ; Lp i ; i 1 
SUE! S082 STAR aeToR 2a! Bonded bones base wn: TTT TTT) 
12BS 998085 Ste eer eT SEMSCICI. SREICAREAA SO cen cae Ctnasanee 
SSS 000008007 — S000 0 20005 0000 5 5006 55s 8 Ss aS eeeed Sees seees eeeeny— ase 
FUSEES! 450 (ERTS PEER ERREe MM BGS baee 650 So BE eee an 
++ J0SE) BGS § SS8S BEES SS DUSEe TESS Seal § GOSRe es ee sane 
geanencsss: (PGE ISULSR ST US6SS IES SSS BE PS SEV ESSHT CSS CRSSER OES SES’ 
Sense 8enEs E2508. Bee ee EE ee ee 
FIRSRSSOY > (wet. LES ERST 2 18 SS 6 ORE BO PES SAEs SSRs SEES “Vee 
aeeeenar s iain aa hep OBIT (CRS BSS SE BESO PASSE ET ONT DESSREREROS FS. WEe 
SEGERGP? sf {RON UL A TROON CEs PSE 6 CSR SSees Pees SSSCn 5 (mee. SH 
ISEESr 1.4) SODES. G0) DOCS 19S 1S SSeS EeeSs SSS 
EBUGS) DG ESSES6 128 (8ER) OCS 195 BOSREE8 a uum 
EESET (08 . REOSSE: Cha 2 BU (SS Be Be Bees eeees ae wy 
ane on SRSCGEGS. eno Seeeet Es coeE8 RESO Srna mae ae ERB5 
0 12 (2S Oe R OS 1l8 .. 4euT ees 
aeas Son JSGGeneGee\ SanGeaenne 








eo 
288e ip Guam! 7 
JEBH8 19000 SEB SS8 Feee0e (e288 
SES SE ASRETED OSHS Ls aees: OSPR SSSSs SEPeesSEBIEL 
BSG) BRRU CORED we ae 
sauuas G88 259 SSS DRS (8 3m8eR08, im 
LEDE LCSlSS Cas BQRSUVLG OE BARSRSO [Sas CDSSE CBRE seeER 
TEI | SPCCUE CUCCALATAE BE, CO OBBET [POUT CSAAS GOSS RSOLSE D ISORRS CORRES r 
SRSD 1B8SeR ssenseuens Saw taneeen: 15a seeee GESSS265R8S50 GASSER 1a oraae Oe 
Eee (Sane ean ©) SDE PRO DS SISAVRISC EL! BOSAS0 Cae eease 
bn Ses eaneneean en ebanen aver avamer JOSUE Ss FES Cease 
3 CGuee( 9SS8 SERED BAS Pliat, tint, fo 
PAR0 SASERSERET CALC \ece Bees tT} 
\GGEEE © (SS SS0l8 SRERSRRTE /O8eEEe BEOCRSB 
0 GEES ff (228 eee8808 PSSRR0RE D1 G22e86 18 
(2DeO 0} ‘USS S88 SDR EDOEEL? OBRBS0 Ee BRORGEee 
Ty Til mittlflitliw.f Sars. GeEgeeod 
Gt aaa ee DSS OSEES IDSSaSE! Ble bees 
070808 & (88 Sense 8esE8 Baea GESanos 
Be) GUF £58 CSR SER SSSTT LEASED. Se 2D tae seesseeeeeey jes ssaes JZ300 CSERBe DOOR 
SE BIDCETSD [Teil] 
Sawaal See eee wane SES 
BUSI aSESSGET (SER CSRS LEILAL Pes eSaE) DEeSs eee 
BU CSH USSR@GEDTNCAAE (OSS REE ESA PASSED 





an a 
yA. 280 RSSGR 08 FES RSENE PSORREEE. SRS ISS PCR ESSRE! PTe8 BOSE TERE BREE es 
Of SOS SSS SSSSSE RaSE SSNS EES. SED |S UweNSs FUSES SESS SESS | Reses SenReseTS 
I [9 SESE SE CES PEESES SSSSCESEL (FEE JERS SSESSSt FEE eS s eee ewes 
i I9886E80 SEAS0 EGRESS DRSREERES BAS DERESSRASR, FRET SSEUE 1 BSSRs aL eee eee 

i SGG8C3C8 a2 7 S0G88em SSSSS S000. (985 COUSCE SNEE ISSST ERS, ISUEESeSseaeES 
FY SSCS ES SSF SESE FESER BASEN RESES OEE TES SEE SEs CSSENS Sea! Besos sees sees 


BSSHD (RSS sTIE Te te = 

= &RScR BBC ABBeIB SSPTALESS JB’ :S0 SSUBS WHEIRBA a 
[EBB 08850 OS BSe0 BPRS £) EER CCRSESO? LSE te SEBS FRO 
LGBEERTOGB SS eer cee ISG IGERE HS 4Uf BES. 16 SeSReca a 
ESBERRIEDD ww 28 I12G8i 2 Ba? BE SSeS OHTA 
Senn ene0a seuuencesasnneenennanee.au Saear EeSi 185! BERRERB ! 
ELVSELELRIE PS VALLIL. CSR ALD — —~ Merb ga ~~ f+ 1G0 {2 OSES RAS te 
LOSE 2 SBSOR GSURE BBSS0 PC to ee JGGUBEi'CS SSR SBSRR BeSae 


EXDHGLATELA CIARA BOA CVA AOR DVVHOAST TB anes a SEIDEN: i? SERRA SSS . 
20000000 S008 0000050000000 20GecSSSRGee Saee coeeeee. Jseceeeun sane af j 
BEL1LOCIEST 7S BEBO {POR SSRD CAB SOISREo i 
sooen (eee ea eel ee ae) nuns pte ._ - GG ITB PISES FRLLws 
BEGET VESS FS CE IOS LASAS ISS RISTO PSEA SES * | SaJonSeGl Gl0ee Bae Sl GcScEn mE = 
ELE 1G ES Baeea BGG BUSSE SS OUlES BET) IBGE PRE IESSSSRSSeR BRS Gel =e 
TEJEEPPUESS CU SACRE EU GSE SRLS BU ELDSSSSe Ose a GURUS EZE SESS CRT | 
‘ ' ie t : ! ! t 1 





ee — fl 


’ 
a 
i ° 






fe ho es EE sj oer: Se ae 
ae nae ee fereeaie ee yawns 





ae SS 
s papapeliatiy nuncinind 
Sf eases pres 

e+ beer 





A re 
ee! Soe? foes eed poe see 
. ' re 


qa twaveds 
1 


Fig. 4 Acceleration and in-line force traces 
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long platinum wire stretched vertically in one leg of the tunnel. The 
output of the capacitance-wire bridge was connected to an eight channel 
amplifier-recorder system. The response of the wire was found to be 
perfectly linear within the range of oscillations encountered. The 
wire was capable of yielding a measurable signal for changes in water 
elevation as small as 0.8 mm (1/32 inches). Such a sensitivity was 
not, however, always desirable for the instabilities on the water sur- 
face gave rise to small oscillations in the analog records. The effect 
of such instabilities was practically eliminated by placing the wire 
along the axis of 30 cm (1 foot) diameter and 213 cm (7 feet) long thin 
Plastic pipe. Be that as it may, the use of this wire was rendered 
unnecessary due to the use of a more reliable method. 

The second method consisted of the measurement of the instantaneous 
acceleration by means of a differential-pressure transducer connected 
to two pressure taps placed horizontally 61 cm (2 feet) apart and 
91.5 cm (3 feet) to one side of the test section. The output of the 
transducer was again connected to the eight channel recorder. The in- 
stantaneous acceleration was then calculated from Ap = ps(dU/dt) where 
Ap is the differential pressure; s 1s the distance between the pressure 
taps; and dU/dt is the instantaneous acceleration of the fluid. The 
effect of the pressure drop due to the viscous forces over the distance 
S was calculated to be negligible. 

The third method again consisted of the measurement of the differ- 
ential pressure between two pressure taps. The two taps were placed 
symmetrically on the two vertical legs of the tunnel at an elevation 
127.0 cm (50 inches), (see figure 5) below the mean water level, i.e., 


H = 38 in. Applying Bernoulli's equation for unsteady flow between 
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each pressure tap and the instantaneous level of waer re is easy to 
Show that twice the amplitude of the free surface Per iecion (virtual 


amplitude) is given by 


A = 2A = (10) 
p= (Sy a 


oi8 


in which g and T are constant and H is kept constant. Thus the signal 
of this transducer yielded the virtual amplitude or the maximum 
velocity in each cycle. It was entirely free from noise or small free 
Surface effect. The transducer was calibrated and its linearity checked 
before each series of experiments. 

In addition to all of the methods of measurement described above, 
the velocity at the test section was directly measured with an MMI, 
Model 511, Magnetic Velocity Meter, manufactured by "Marsh-McBirney Inc." 
Suffice it to say that all four methods gave nearly identical results 
and yielded the amplitude, velocity, or acceleration, to an accuracy of 
about two percent relative to each other. These comparisons, as well 
as the perfectly sinusoidal and noise-free character of all pressure 
and force traces, speak for the suitability of the unique test facility 


used in this study. 
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Tie ESCUSSTONEOF RESULTS 


A. BLOCKAGE AND LENGTH-TO-DIAMETER EFFECTS 

Attempts to achieve as high a Reynolds number as possible in conduct- 
ing wind-tunnel or water-tunnel experiments invariably give rise to 
wall-interference effects. There are several blockage correction for- 
mulas for steady flows which might be used so that the wall interference 
effects might be minimized. Unfortunately none of these formulas could 
be used in the present study for no one has demonstrated that the block- 
age effects in oscillatory flows are identical to those experienced in 
steady flows. 

The blockage ratio D/w, where D is the diameter of the cylinder and 
w the width or height of the test section, and the length- or span-to- 
diameter ratio, L/D, for the cylinders used in the present study are 


tabulated below [w = 91.44 cm (3 feet), L = 90.885 cm (2.9818 feet) ]. 


TABLE I 

D D/w L/D 

17.780 cm (7.000 inches) 0.19 5.14 
16.447 cm (6.475 inches) Dale SH 52 
15.177 cm (5.975 inches) ely 5.99 
12.674 cm (4.990 inches) Oe Pale 
10.103 cm (3.978 inches) 0.1] One 
7.544 cm (2.970 inches) 0.032 12205 

6.349 cm (2.4996 inches) 0.069 14.31 

5.057 cm (1.991 inches) OA Ss: W737 
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In Achenbach [4] and some of the experiments of Fage and Falkner [9] 

the blockage ratios were 0.166 and 0.185 respectively. The length-to- 
diameter ratio in Fage and Warsap's [3] experiments was 20.2 or 7.88, 
depending on the diameter of the two cylinders they used, as compared 

to 3.33 in the experiments of Achenbach. Evidently, the formulas used 
for steady flow correction effects cannot - applied to oscillating 

flows and there is not a unique blockage correction for the entire 

period of the harmonic flow. This is evident from the fact that within 

a given cycle of oscillation the fluid undergoes varying accelerations 
and velocities and the wake width, momentum deficiency, and the wake 
pressure change accordingly. Thus, a blockage correction made for the 
instant of maximum velocity is not applicable to the instant at which 

the maximum acceleration occurs. In view of the fact that there are no 
previous investigations, a series of experiments had to be conducted to 
determine the role of blockage in the flow under consideration. For this 
purpose a differential pressure transducer was connected to two pressure 
taps on the same side of the tunnel wall. One of the taps was placed on 
the wall directly above the axis of the test cylinder. The other tap was 
placed 76 cm (29.92 inches) to one side of the first tap along a line 
parallel to the flow. A series of experiments was carried out with the 
16.447 cm (6.475 inches) cylinder. The differential pressure was re- 
corded and compared with the differential pressure obtained from the 
acceleration transducer. Furthermore, to simplify the comparison both 
transducers were calibrated so as to render exactly the same output under 
identical calibration loads. The results have shown that the two differ- 


ential pressures were nearly identical and that they were certainly 


34 





within three percent of each other. Often the two traces of two trans- 
ducers were indistinguishably coincident. This somewhat surprising re- 
Sult is a clear indication of the fact that the blockage effect in 
harmonic flows is negligible at least for D/w ratios less than about 
0.20. Although no special attempt was made to interpret the lack of 
blockage effect in such flows, it is believed that the presence of vor- 
tices on both sides of the cylinder together with the high periods of 
acceleration and velocity renders the flow relatively more uniform at 
Short distances away from the cylinder in the test section. Therefore, 
for the reasons cited above no blockage-effect corrections were applied 
to tne data presented here. It might be of interest to note that had 
the flow been assumed uniform and had the maximum velocity for the 
largest cylinder and the Reynolds number been used to calculate a 
blockage effect correction through the use of one of the existing for- 
mulas, One would have found that such a correction would have amounted 


to about six percent. 


B. IN-LINE FORCE DATA 

The drag and the inertia coefficients, obtained through the use of 
equations (2) and (3) and the computer program presented in Appendix A, 
have been plotted for each cylinder and relative roughness as a function 
of K for various constant values of 8. As cited earlier, experiments 
were ordinarily carried out at three representative temperatures or, in 
other words, at three constant values of 8. Experiments at each tem- 
perature were repeated at least twice. Representative drag and inertia 
coefficient plots for D = 10.103 cm (3.978 inches), k/D = 1/400, 


8 = 3130, 8 = 2350, and 8 = 1770 are shown in figures (6) and (7) as a 
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function of the Keulegan-Carpenter number. For this particular series 
of tests, K ranged from about 15 to 125, and the oe ee from 
about 26,000 to 400,000. Each plot for each 8 shows the results from 
two different runs. Evidently, the experiments are perfectly repeatable, 
and the deviation from a mean line drawn through the data for a constant 
8 is less than five percent. It is also evident from these plots that 
both the drag and the inertia coefficients undergo rather important 
changes in the range of K values around 20. For larger values of K both 
Cy and C. cease to vary significantly with the Keulegan-Carpenter number. 
Even though the frequency parameter B is quite powerful in plotting 
the data, interpreting the results, and giving a measure of the thickness 
of the laminar boundary layer over a cylinder (the boundary layer thick- 
ness 6 is inversely proportional to the square root of 8), it is customary 
in the practical engineering world to express the force-transfer coeffi- 
cients in terms of the Reynolds number. As described earlier, one can 
choose a particular value of K and calculate the Reynolds number for a 
given 8 simply through ‘ahemuse (On Ree= Bike 
Such a procedure enables one to express Cy or Cs as a function of 
the Reynolds number for a given K and k/D. In view of the fact that 
each coefficient depends on at least three independent parameters (Re, 
K, k/D), it is not possible to show on two-dimensional plots the varia- 
tion of either Cy or Ca for all values of Re, K, and k/D. However, 
this difficulty is alleviated by the fact that the variation of a given 
force coefficient for a given Re and k/D is not very strong from one K 
to another. Thus it has been decided to choose five representative K 
values, namely K = 20, 30, 40, 60, and 100, to present the variation of 


ow ang Ce with Re. 
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Figures (8) through (12) and figures (13) through (17) show C4, and 
Ca respectively for the five values of K as a function of the Reynolds 
number. Each curve on each plot corresponds to a particular relative 
roughness. Also shown on each figure is the corresponding drag or in- 
ertia coefficient for the smooth cylinder at the corresponding K value. 

The k/D = constant curves on each Cy plot are quite similar to those 
found for steady flow about rough cylinders [3,4]. For a given relative 
roughness, the drag coefficient does not significantly differ from its 
smooth cylinder value at very low Reynolds numbers. As the Reynolds 
number increases, Cy for the rough cylinder decreases rapidly, goes 
through the region of drag crisis at a Reynolds number considerably 
lower than that for the smooth cylinder and then rises sharply to a 
nearly constant transcritical value. The larger the relative roughness 
the larger is the magnitude of the minimum Cy and the smaller is the 
Reynolds number at which that minimum occurs. However, there appears 
to be a minimum Reynolds number below which the results for rough 
cylinders do not significantly differ from those corresponding to smooth 
cylinders. In other words, the Reynolds number must be sufficiently 
high for the roughness to play a role on the drag and flow characteris- 
tics of the cylinder. 

The figures for the drag coefficient also exhibit a few other in- 
teresting features. First, even a relative roughness as small as 1/800 
can give rise to transcritical drag coefficients which are considerably 
higher than those for the smooth cylinder. Secondly, the asymptotic 
values of the drag coefficient for roughened cylinders (e.g., k/D = 1/100), 
within the range of Reynolds numbers encountered, can reach values which 


are considerably higher than those obtained with steady flows over 
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cylinders of similar roughness ratios. In other words, it is not safe 
to assume that the transcritical drag coefficient i Te Flows 
will be identical to those found in steady flows and will not exceed a 
Value of about unity. On the basis of the present results it may be 
said that such a conjecture is not accurate even for K values as large 
as 100 (corresponding to a wave height-to-diameter ratio of about 30). 
It is therefore important to remember that the effect of roughness de- 
pends not only on the relative size of the roughness element but also 
on the characteristics of the ambient flow as well as on the body about 
which this flow takes place. The characteristics of the ambient flow 
determine to a large extent the state of the flow (subcritical, critical, 
and transcritical) during a given cycle of oscillation. The geometry 
of the body dictates, together with the flow, the variation with time 
of the separation points. It is therefore not easy to draw a parallel 
between the behavior of steady flow and that of harmonic flow over a 
smooth and rough cylinder. In fact, the steady as well as the oscillat- 
ing flow results for rough cylinders show that, in either case, the 
transcritical drag coefficient nearly returns to its subcritical values. 
The inertia coefficient is shown in figures (13) through (17) as 
a function of the Reynolds number for the five values of K (K = 20, 30, 
40, 60, and 100) and five relative roughnesses (k/D = 1/50, 1/100, 1/200, 
1/400, and 1/800). Also shown in the figures are the oe values corre- 
sponding to the smooth cylinder case. It is immediately apparent from 
these figures that for a given relative roughness, Cs rises rapidly to 
a maximum at a Reynolds number which corresponds to that at which Cy 
drops to a minimum. In other words, the Reynolds number at which the 


drag crisis occurs gives rise to the maximum inertia coefficient for a 








given relative roughness. At relatively higher Reynolds numbers , Ce 
decreases somewhat and then attains nearly constant values which are 
lower than those corresponding to the smooth cylinders. It is also 
apparent from figures (13) through (17) that the smaller the relative 
roughness the larger is the maximum inertia coefficient. For relatively 
smaller roughnesses such as k/D = 1/800, the terminal value of C is 
nearly equal to that of a smooth cylinder. 

The behavior of Ca is not entirely unexpected. It has long been 
noted [6] that whenever there is a rise in the drag coefficient, there 
also is a decrease in the inertia coefficient. 

Before closing the discussion of the drag and inertia coefficients, 
it is necessary to point out the remarkably consistent behavior of the 
data points, particularly for Cae Perhaps 1t would not have been too 
Surprising had the data been obtained for one relative roughness through 
the use of only one cylinder. In the present investigation, the use 
of several cylinders and several temperatures for a given cylinder 
always provided data for nearly identical k/D, Re and K values. For 
instance, the Cy and C values obtained at a given K, Re, and relative 
roughness k/D, using a 12.7 cm (5 inch) cylinder at a low temperature 
(about 55°) corresponds to the Cy and C values using a 10.2 cm (4 inch) 
cylinder at a higher temperature (about 115°). Remembering the fact that 
not only the actual size of the cylinders but also the size of the sand 
grains differed in order to obtain the same k/D, and the fact that the 
experiments were carried out at different temperatures and times, one 
fully realizes that the correlation of the data and the relatively small 
scatter are indeed quite remarkable. This is due not only to the repeat- 
ability of the tests but also due to the vibration-free operation of 


the entire tunnel system. 
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C. APPLICABILITY OF MORISON'S EQUATION 

Since its inception, questions have been raised regarding the applica- 
bility of Morison's equation to time-dependent flows in general and to 
wavy flows in particular. It has been known that the equation predicts 
quite accurately the in-line force for both very small values of K (K 
smaller than about 10) and for large values of K (K larger than about 20). 
For intermediate values of K, differences have been observed between the 
Measured and calculated values. These differences have been attributed 
either to the imprecise measurement of the kinematics of the flow or to 
the shortcomings of the equation. It is now realized that not only these 
two factors (namely the heuristic nature of the equation and the diffi- 
culty of measuring local velocities and accelerations) but also the three- 
dimensional nature of the wavy flows and decreased spanwise coherence 
must be partly responsible for the differences between the measured and 
calculated forces. In fact, it would have been extremely difficult to 
draw meaningful conclusions concerning the applicability of Morison's 
equation through the use of the field data. It is only through the use 
of carefully conducted two-dimensional harmonic flow experiments that one 
can ascertain the degree of applicability of Morison's equation. 

Figures (18) through (27) show the calculated and measured forces 
normalized by 0.5 pdLu“ together with the normalized velocity and the 
difference between the measured and calculated forces. It is evident 
that there is often a remarkable correspondence between the measured 
and predicted forces particularly for K values larger than about 20. 

This is also true for K smaller than about 10. In the range of K values 
between 10 and 20, the fractional sheeding of vortices [1] gives rise to 
additional oscillations in the in-line force. Consequently, the 


measured and calculated forces do not quite correspond, particularly 
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near their maximums. The transverse-force-induced oscillations in the 
in-line force may be taken into consideration by calculating two addi- 
tional terms in the Fourier series expressing the force, as done by 
Keulegan and Carpenter [6]. In this manner, one can reduce the differ- 
ence between the measured and calculated forces in the neighborhood of 
K = 15. This method will not be described here further. Suffice it to 
note that additional terms have been calculated in the Fourier series 
and the effect of the corrections brought about by these terms on the 
prediction of the Morison's equation has been examined. The results have 
Shown that outside the range of 20 < K < 10, the effect of such correc- 
tions is negligible. 

It may be said in view of the foregoing and the examination of 
several hundred other force traces similar to those shown in figures 
(18) through (27) that Morison's equation predicts the measured force 
for rough as well as smooth cylinders with remarkable accuracy. It 
Should be kept in mind that the kinematics of the flow field must be 
Known accurately and that there must not be complex three-dimensional 
flows. The three-dimensional flow effects cannot be simply incorporated 
into the equation. In fact, what remains to be resolved as one of the 
most important practical problems of fluid loading on offshore struc- 
tures is the role played by three-dimensionality and the lack of span- 
wise coherence. The drag coefficients presented herein obviously 
represent their maximum possible values for they have resulted from a 
purely uniform, two-dimensional flow where the instantaneous wake of 


the cylinder has the highest possible degree of spanwise correlation. 
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Fig. 18. Calculated vs measured force plot 
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Fig. 19. Calculated vs measured force plot 
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Fig. 20. Calculated vs measured force plot 
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Fig. 25. Calculated vs measured force plot 
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V. CONCLUSIONS 


The extensive investigation of the in-line forces on roughened circu- 
lar cylinders in harmonic flow warrants the following conclusions: 

1. The drag and inertia coefficients depend on the Reynolds number, 
the Keulegan-Carpenter number, and the relative roughness. The effect 
of size distribution and packing of the grains has been minimized by 
using only sand and applying it as uniformly as possible over the test 
cylinders; 

2. The drag coefficient undergoes a drag crisis depending on the 
relative roughness and rises to an asymptotic value within the range of 
Reynolds numbers tested. The asymptotic values of the transcritical 
Reynolds number are larger than those corresponding to the smooth cylin- 
der case. Furthermore, the larger the relative roughness, the larger 
is the asymptotic value of the drag coefficient; 

3. The inertia coefficient also undergoes an ‘inertia crisis‘ at 
Reynolds numbers corresponding to the ‘drag crisis’ at which Cs reaches 
a maximum value and then asymptotically decreases. The terminal values 
of CH depend, as in the case of C4: on K and k/D; 

4. The predictions of the Morison's equation through the use of 
the Fourier-averaged drag and inertia coefficients are in excellent 
agreement with the measured forces in the range of K values smaller than 
about 10 and larger than about 20. In the neighborhood of K = 15, the 
effect of fractional vortex shedding [8] brings about li ft-induced 


oscillations in the in-line force. The effect of these oscillations may 
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be incorporated into the Morison equation through the inclusion of at 
least two additional terms in the Fourier series; 

5. The drag coefficients presented herein represent the maximum 
possible values for a given roughened cylinder because the wake is 
much better correlated than that behind a cylinder in the marine en- 
Vironment. Thus, a designer may choose drag coefficients somewhat be- 
low the values presented herein depending on the local conditions and 
ultimately on his personal judgment regarding the effect of reduced 


Spanwise correlations. 
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VI. RECOMMENDATIONS 


It is recommended that, among the many projects which could be under- 
taken, the effect of spanwise correlation be examined in detail. It 
would also be most desirable to repeat some of the experiments with 
cylinders roughened in the marine environment over a long period of time. 
It is through such investigations that one might eventually be able to 
understand the isolated effects of the three-dimensionality of the flow, 
the increase of the diameter of the connecting members of a structure, 
and the ‘roughness’ effect of the natural excrescences. Additionally, 


the investigation of wave slamming is of utmost importance. 
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APPENDIX - A COMPUTER PROGRAM 
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